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| Francke’s Charging Machine for Small Gas Works, 

818 





Fraserburgh Water Supply, 625 

Freeman’s, Mr. C. W., Device for Advertising by 
Gas, 236 

Frimley and Farnborough Water Company, 202, 
319, 636 

Fuel, Economic Aspect of Liquid, 187 

Fuels, The Determination of the Volatile Matter 
in Solid, 18 

Fulweiler, Mr. W. H., on the Use of Tar on Roads, 





729 
Fylde Water Board, 622 
Garnant Gas Company, 622 
Gas— 
| Advertising by, 236, 416, 534 
Carbon Monoxide in, 263 
Coal, and Electricity, Thermal Values of, 630 
| Commercial Uses of, 589, 607 
Consumers’ Complaints, 240 
Cooking and Heating by (see Cooking and 
| Heating) 
Cutting Off a Supply of, 686 
| Electricity versus— 
| Comparison of the Cost and Efficiency of, 99, 
303, 395, 591, 693, 801 
For— 
| Asylums, 693, 801 
Heating and Cooking (see Heating) 
| Street Lighting, 303, 690 
| Workhouses, 837 
From a Hygienic Point of View, 731 
| Failures, 412 
For Balloons, 180, 732 
| Industry— 
A Year’s Technical and Mechanical Progress 
| in the, 673 
Development of the, 60, 247, 533 
Newbigging, Mr. J. G., on the, 451, 466 
| Organization of the, 299 
| Lighting, Mr. H. N. Clark on, 395 
Gas Associations’ Reports for 1909, 888 
| Gas Companies’ Protection Association— 
| Annual Meeting, 113, 333 
Depreciation Allowance for Income Tax, 517, 
520, 546 
Editorial Comments, 299, 517 
Proposed Joint Bills for Authorizing the New 
Test Burner— 
Correspondence, 126, 329 
Editorial Comments, 95, 231, 300, 380, 453, 
519, 797 
Meeting, 335 
Reading Town Council and, 688 
Resolution of the Committee, 126 
Terms of the Bills, 335, 548, 823 
| Gas Engineering and Supply, Examinations in, 
| 519, 525 
| Gas Engineers and their Pupils, 688 
| Gas Flasher Signs, 236, 416, 534 
|Gas Lighting, The Spelling of the Name of the 
Inventor of, 884 
Gas Manufacture a at the Leeds University, 
54, 726, 763 
Gas Meter Company, 346 
Gas Power Plant, Cost of Working a, 884 
Gas Producer Tests, 729 
Gas Undertakings Returns, 663, 725, 737 
Gas Works— 
Economy, Some Points of, 47 
Fire at the Hamburg (see Hamburg) 
Flooding of, at Hastings, 768 
Money Saving Devices for Small, 475 
Plans and Descriptions of— 
Birmingham (Adderley Street), 747 
Burnley, 22 
Cardiff, 526 
East Hull, 107 
Fazakerley (Liverpool), 236 
Melbourne, 307 
South Shields, 35 
Tenby, 108 
Tottenham, 677 
Turin, 238, 669 
Sale of a, 636 
Sidings and Railway Rates, 301, 330 
Gas Works Directory and Statistics for 1909-10, 313 
Gases, Case Hardening by, 615 
Gasholder— 
Difficulty Respecting a Site for, 561 
Disaster at Hamburg (see Hamburg) 
New, Description of— 
Enfield Gas Company, 460 
Turin Gas Company, 669 
Placing Landing Blocks under an Old, 755 
Reconstruction, 114 
Gasholder Tank, The Design and Constructior of 
the Large, at Manchester, 609 
Gasholders, Spiral Guided, at North Ormesby and 
Guisborough, 742 
Gaslight and Coke Company— 
Accident Claim against, 127 
Alleged Falsification of Time Sheets, 907 
Altering the Levels of Large Gas Mains at 
Blackfriars Bridge Approach, 665 
Compensation Claims, 265 








Gaslight a and Coke Company ‘accel 
Illuminating Power of the Gas, 906 
London County Council and Gas Testing, 266, 346 
Meter Robberies, 193 
Pushing Gas Fires and Stoves, 246, 466 
Reduction in Price, 836 
Stealing Metal from, 628 
Technical Training Scheme, 822 
Unfounded Claim for a Gas Explosion, 127 
‘*Gassed ’’ Persons, A Dangerous Emetic for, 636 
Gaster, Mr. L., on— 
Illuminating "Agents, 597 
Modern Methods of Artificial Illumination, 601 
Geneva Gas Works Explosion, 589, 629 
German Association of Gas and Water Engineers, 


313 
German Welsbach Company, 425 
Germany— 
Chemical Industry in, 531 
Coke from, for the English Market, 696 
Geysers, The Dangers of, 57, 190 
Gilbert, M., on Joints of Gas and Water Mains, 888 
Gill, Mr. G. M., on Heavy Charges, 97, 103, 738 
Glasgow, Prolonged Fog in, 557 
Glasgow, Smoke Problem in, 421, 630, 633 
Glasgow Gas Supply— 
Effect of Fog on the Output, 557 
Provisional Order, 625, 691, 765 
Supply to Out Districts, 344 
Glasgow Public L.ighting, 134, 833 
Glasgow Water Supply, 200 
Glover-West Vertical Retort System, 42, 263, 301, 
314, 316 
Governor and Stopcock, A Combined, 472 
Gowerton Gas Company, 622 
‘*Gradiograph,’’ The, 890 
Grantham Gas Company, 424 
Grantham Water Company, 320 
Grassington Water Company, 346 
Great Grimsby Gas Company, 622 
Greenock Gas Supply, 519, 541, 548, 894 
Greenwich Public Lighting, 272 
Grice’s Charcoal Gas Producer Plant, 615 
Guest and Chrimes, Messrs., New Lamps and 
Fittings, 112 
Guisborough Gas Company, 742 
Hailsham Gas Supply, 266, 346 
Haldane and Douglas, Drs., on Carbon Monoxide 
Poisoning, 890 
Halifax Gas Undertaking, 695 
Halifax Technical School, 491 
Hamburg Gas Works Disaster— 
Accounts of the, 733, 805 
Cripps, Mr. F. S., on the, 803, 823, 894 
Editorial Comments, 725, 797 
Lessing, Dr. R., on the, 823 
Hamilton Gas Supply, 487, 833 
Handcock and Dykes, Messrs., on the Future of 
the Electric Lighting Industry, 598, 664 
Handsworth Water Supply, 487 
Harcourt, Mr. A. G. Vernon, on An Improved 
Form of Aerorthometer, 806 
Harman, Mr. E. A., on the Slot Meter System, 315 
Harpenden Gas Company, 167, 383 
Harrogate Gas Company, 26 
Harrow and Stanmore Gas Company, 771 
Hastings and St. Leonards Gas Company, 423, 
562, 768 
Hastings Electricity Supply, 418, 690 
Hastings Public Lighting, 906 
Hastings Water Supply, 622 
Hauser’s, M. E., Fire Damp Detecting Apparatus, 
306 
Havant Gas Company, 623 
Haverhill Water Supply, 561 
Heat Transmission, Researches on, 253 
Heating by— 
Electricity— 
Cost of, 320, 343, 382, 466, 872 
Gas— 
For Aviaries and Bird Rooms, 685, 823 
Gaslight and Coke Company and, 246 
South Metropolitan Gas Company and the 
Cleaning of Fires, 246 
The Field for, 163, 823 
v. Electricity, 343, 466 
Heckmondwike and Liversedge Gas Company, 20, 
Stehbanetnen and Friedemann, MM., 
Preserving Wood, 732 
Hellen, Mr. F. H., on A Booster System at 
Rochester (N.Y. ), 471 
Helps, Mr. G., on Income Tax and Assessment, 248 
Hercules Incandescent Mantle Company, 560 
Herne Bay, Fire Caused by Gas at, 907 
Herring’s, Mr. W. R.— 
Address to the Scottish Junior Gas Association 
(Eastern District), 121 
Lecture to the Yorkshire Junior Gas Association, 
180 
On British v. German Retorts, 453, 464 
Herry’s, M., Process for the Extraction of Am- 
monia from Liquor, 808 
Herts and Essex Water Company, 424 
Heywood Gas Supply, 104 
Heywood Town Council and Private Bill Legisla- 
tion, 268 
High Power Lighting (see Intensified) 
High Pressure Distribution— 
At New Jersey, 245 
At Rochester (N.Y.), 471 
Cripps, Mr. F. S., on, 758 
Editorial Comments, 661 
In Birmingham, 589, 607 
On the Continent, 605 
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High Wycombe Water Supply, 68 

Highbridge Gas Company, 624 

Hipperholme Gas Question, 132, 272, 695 

Holborn Public Lighting, 342 

Hole, Mr. W., on the Distribution of Gas, 530 

Holgate, Mr. T., on the St. Helens Vertical Retort 
Results, 263 

Holland, Gas Works Statistics of, 876 

Holliday, Mr. J., on Gasholder Reconstruction, 114 

Holsworthy Water Supply, 835 

Home Office Report on Mines and Quarries for 
1908, 520, 532 

Hopkins'’s, Professor N. H., Gas Engine Indicator, 
808 

Hoyland Gas Supply, 623, 689 

Huddersfield Gas and Water Supply, 730, 837 

Hull Gas Supply (see East Hull) 

Humphrey’s Internal Combustion Pump, 177, 233, 
254, 385, 536, 661, 671 

Humphrys, Mr. N. H., on Technical Education, 
884 

Hungerford Gas Company, 552 

Hunt, Mr. C., on the— 

Illuminating Power of Vertical Retort Gas, 263 
Proposed Test Burner Bill, 329 

Hunt, Mr. P. C. Holmes, on Gas Practice in 
Australia, 300, 307 

Hunter-Barnett Discharging Machine, 120 


Hyde, Comparative Tests of Gas and Electricity 


at, 693 
Hythe and Sandgate Gas Company, 542 
Ilford Gas Company, 697 
Ilkley Gas Supply, 684, 875 
Illuminating Agents, Mr. Leon Gaster on, 597 
Illuminating Engineering in Europe, 260 
Illuminating Engineering Society— 
Editorial Comments, 519 
Inaugural Meeting, 534 
Illuminating Engineering Society (U.S.A.)— 
Owens, Mr. H. T., on Illuminating Engineering 
in Europe, 260 
Programme, 17 
Summary of the Proceedings, 186, 312 
Illuminating Power (see Test Burner) 
lllumination— 
Modern Methods of, 601 
Scientific Measurements of, 797 
The Art of, 519, 534 
Imperial Continental Gas Association— 
Editorial Comments, 379 
Meeting of Shareholders, 414 
Vertical Retort Extension at Berlin, 387 
Incandescent Gas Lighting (see also Lamps)— 
Conviction for Selling Spurious Welsbach Man- 
tles, 329 
** Soleil d’Or '’ Burner, 670 
Standardization of Mantles, 813 
Income Tax and Assessment— 
Correspondence, 621 
Editorial Comments, 517 
Gas Companies’ Appeals against, 552 
Gas Companies’ Protection Association and, 517, 
520, 546 
Helps, Mr. G., on, 248 
Water Companies and, 741 
India, Fire Clay Deposits in, 472 
Innsbruck Gas Supply, 738 
Institution of Civil Engineers, 390, 542, 730 
Institution of Electrical Engineers, 233, 591, 598, 
664, 801 
Institution of Gas Engineers— 
Refractory Materials Inquiry, 799, 814 
Smith, Mr. E. W., on Open Gas Fires, 813 
Transactions for 1909, 802 
— of Mechanical Engineers, 253, 536, 671, 


Institution of Municipal Engineers, 871, 903 
Instow Water Supply, 692, 907 
Intensified Gas Lighting (see also Lamps and In- 
verted) — 
At Alexandra Palace (Keith’s System), 462 
City Corporation and, 237 
Fleet Street Extensions, 386 
Rotherham Market Hall Installation, 339 
International Light Unit, 50, 466, 536 
Inverted Gas Lighting (see also Lamps)— 
Advances in, 253 
Lewes’s, Professor V. B., Improved Mantle for, 


597 

Ireland, Cost of Lighting in, 490 

Irish: Lighting and Heating Company, 138 

Isle of Thanet Gas Company, 837 

Islington, Gas Suffocation in, 621, 662, 689 

Italian Gas Congress, 670 

Italy, Strike of Gas Workers in, 164, 175, 306, 381, 
388, 452, 457, 523, 587, 593, 666, 685 

Jones, Mr. H. E., on Depreciation Allowance for 
Income Tax, 520 

Jones’s, Mr. A. O., Presidential Address to the 
Midland Junior Association, 95, 117 

Jorissen and Rutten, Messrs., on Naphthalene 
Picrate and the Quantitative Determination of 
Naphthalene, 409, 676 

Junior Institution of Engineers, 386, 596 

Kalbfuss, Herr L., on the Control of Water Gas 
Plant and Valuation of Gas Oil, 325 

Kapp’s, Dr. G., Presidential Address to the Insti- 
tution of Electrical Engineers, 591 

Keith High Pressure Lighting Installation at 
Alexandra Palace, 462 

Kenilworth Water Company, 190 

Kent County Council Sued for Alleged Damage 
Caused by Tar Painted Roads, 414, 685 

Kilmarnock Gas Supply, 486 

Kingston-ou-Thames Electricity Supply, 348 


Kingswood Water Company, 623 
| Kington Gas Company, 593 
Kirkcaldy Gas Supply, 420, 625, 634, 766, 830, 833 
Kirkintilloch, Nuisance Caused by a Gas Engine 
| at, 487 
| Kobbert, Herr, on Economic Aspects of the Slot 
| Meter System, 453, 470 
Koénigsberg Gas Works, Inclined Chamber Settings 
at, 109 
K6rting, Herr E., on the Life of British and Ger- 
man Retorts, 379, 387 
Kérting, Herr J., on the Evolution of the Gas 
Engine, 313 
| Labour Questions (see also Co-Partnership and 
Strikes)— 
Eight Hour Day in France, 728 
Gas Workers’ Questions— 
Brighouse, 908 
Leeds, 348 
Leek, 422 
Rochdale, 490, 621, 694, 771 
Wages and Hours of Labour in 1908, 174, 305 
| Laindon and District Gas Company, 482 
Lambert Brothers (Walsall), Limited, 696 
Lamp Globes, The Dangers of Falling, 663 
Lamps— 
Apparatus for Lowering Street, 126 
Electric— 
Carbon Filament, 455 
Enclosed Arc v. Metallic Filament, 18 
Itinerant Vendors of, 591 
Metallic Filament, 166, 303, 455 
Temperature of Bulbs, 801 
Welsbach Metallic Filament, 99, 265, 332, 413, 
552, 628, 758 
Gas— 
New, 106, 111, 112, 113, 178, 394, 465 (2), 667, 
670 
anit Mr. C. D., on Gas Making with West- 
morland Coal in Horizontal Retorts, 392, 546 
Langley Mill and Heanor Gas Company, 202 
Launceston Public Lighting, 333 
Lavender, Mr. F. H. R., on the Cost of Illumina- 
tion with Metallic Filament Lamps, 801 
Lead Wool Company, The, 394 
Leeds, Air Pullution by Smoke in, 613 
Leeds Gas Supply, 343, 348, 694 
Leeds University— 
Editorial Comments, 726 
Gas Manufacture Lectures, 54, 726, 763 
‘« Times,’’ The, on the Work of the, 385 
Leek Gas Supply, 422 
Leicester Technical and Art Schools, 105 
Lessing, Dr. R., on the Hamburg Gasholder 
Disaster, 823 
Lever, Mr. W. H., on Co-Partnership, 869 
Lewes’s Improved Inverted Gas Mantle, 597 
Lewisham Public Lighting, 274 
Leyland Gas Company, 21 
Light, Proposed International Unit of, 50, 466, 
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LLight—And Some Reflections, 743, 797 
Lightning, Protecting Dams from, 764 
Lincoln Water Supply, 345 
Liphook Gas Company, 560 
Lisburn Gas Supply, 104 
Literary Bypaths and Vagaries, 524 
Little, Mr. A. S. B., on Retort Benches, 323 
Little Hulton Gas Supply, 623 
Littlehampton Gas Company, 636 
Liverpool, Responsibility for Defective Footpath, 


56 
Liverpool Corporation Gas Undertaking, 232, 236, 


6 
a Electricity Undertaking, 696 
Liverpool Gas Company, 40, 56, 193 
Liverpool Water Supply, 105, 557 
Liversedge and the Heckmondwike Gas Under- 
taking (see Heckmondwike) 
Livesey, Mr. D. T., on Capital, 398 
Livesey, Sir George, The Late— 
Statue to, 663 
Workmen’s Memorial Service, 20 
Llandebie Water Company, 426 
Llanelly Water Supply, 596 
Llanidloes Gas Company, 624 
Local Government Board and Electric Lighting 
Loans, 136 
London (see also London County Council)— 
Artesian Wells in, 113 
Gas Supply, A Link with the Past of, 682 
Illuminating Power of the Gas in, 906 
Port Dues, 98 
Public Lighting Questions in, see— 
Bloomsbury 
Camberwell 
Deptford 
Finchley 
Greenwich 
Holborn 
Lewisham 
Marylebone 
Southwark 
Quality of tLe Gas in, 1o1, 266, 346 
London and Southern District Junior Gas Associa- 
tion— 
Abady, Mr. J., on Light—And Some Reflections, 
743, 797 
Address by Mr. Corbet Woodall, 229, 242 
Comments, 229, 590, 728 
General Business, 242, 244 
Transactions, 123 
Visits, 473, 677 
Wright, Mr. W., on Cleaning Gas Cookers by a 
New Process, 616 








London County Council— 
And Smoke Abatement, 630 
Bermondsey Explosion Damages, 688 
Gas Examinership, 884 
Liability for a Gas Explosion, 56 
Schools, Gas for Caretakers in, 426 
Tests of Gas, 101, 266, 346 
Westminster Technical Institute, 454, 822 
London Electric Firm’s Apparatus for Lowering 
Street Lamps, 126 
London Emery Works Company’s Process for 
Cleaning Stoves, 616 
London Institution, 597 
Lostwithiel Water Supply, 562 
Loughborough Gas Supply, 769 
Louth (Lincs.) Gas Company, 339 
Lowestoft Water and Gas Company, 202, 771 
‘* Luminette '’ Inverted Lamp, 113 
Lunge’s Treatise on Coal Tar and Ammonia, 807, 


74 
Lyons, Experience of Socialism at, 233 
M‘Kelvie and Rosie’s Automatic Lighting Device, 


740 
M‘Laren, Mr. F. L., on Producers and Internal 
Combustion Engines, 679 
Machen and Bedwas Gas Supply, 272 
Madeley (Salop) Gas Supply, 730 
Maidstone Gas Company, 67 
Mains (see Pipes) 
Main’s, Messrs. R. & A., New Season’s Fires, 177 
Mallow Gas Supply, 623 
Maltby and Tickhill Water Company, 623 
Maltby Gas Company, 623 
Manchester Association of Students of the Institu- 
tion of Civil Engineers, 451, 466, 609 
Manchester District Institution of Gas Engineers— 
Discussion on Mr. Harman’s Paper on the Slot 
Meter System, 315 
Editorial Comments, 301 
General Business, 314 
Glover, Mr. S., on Vertical Retorts at St. Helens, 





316 
Manchester District Junior Gas Association— 
Comments, 381 
Dixon, Mr. F. J., on the Ashton, Stalybridge, 
and Dukinfield Water Works, 51 
Dixon, Professor H. B., on the Chemistry of 
Flame, 403 
Visits to Works, 50, 681 
Manchester Electrical Exhibition, 305 
Manchester Gas Undertaking— 
Consumption during Fog, 636 
Criticism by the Ratepayers’ Association, 60, 128 
Death of Alderman Evans, 536 
Design and Construction of a Large Gasholder 
Tank, 609 
Price of Gas to— 
Large Consumers, 833 
Slot Meter Consumers, 637 
Re-election of Chairman and Vice Chairman, 491 
Social Gathering of Officials, 559 
Manchester Institution of Electrical Engineers, 


382 
Manchester (N.H.) Gas Supply, 409 
Manningtree Gas Company, 305 
Mansfield Gas Supply, 383 
Mansfield’s Oil Gas Apparatus, 320 
Manufacture of Gas (see Gas Engineering and 
Supply) 
Markinch Gas Supply, 200 
Marriages, 42, 819 
Marylebone Electricity Supply, 18, 166, 522, 555 
Masonic, 387, 593 





Matlock Bath and Scarthin Nich Gas Supply, 623 
May’s Radiators, Limited, 772 
‘* Mechanical World ’’ Electrical Pocket Book, 472 
‘*Mechanical World’’ Pocket Diary and Year 
Book, 178 
Medical Exhibition, 98 
Melbourne Metropolitan Gas Company, 300, 307 
Menzell, Herr, on the Spread of Long Distance 
Gas Supply on the Continent, 605 
Mercury Safety Air Gas Company, 491 
| Merlin Gas and Engineering Company, 636 
| Meter Index Reader, Cox’s Portable, 176 
| Meters, Prepayment— 
Harman, Mr. E. A., on, 315 
Kobbert, Herr, on, 453, 470 
Liability for Robberies from, 193, 687 
Taking Money from, 57, 62, 193 (2), 413 
Tampering with, 57 
Using Discs, &c., in, 127, 333 
Wilson’s Double Coin, 815 
Meters Limited, 349 
Metropolitan Asylums Board and the Lighting of 
Asylums, 801 
Metropolitan No. 2 Test Burner, Proposed Joint 
Bills for (see Test Burner) 
| Metropolitan Water Board— 
Bermondsey Explosion Damages, 688 
Chairman’s Salary, 138 
Charges for Water, 347 
Financial Position, 690 
High Pressure Water for a Fire Hydrant, 332 
Houston, Dr., and the Cambridge Water Com- 
pany, 681 
Interchange of Thames Water between Districts, 


625 
Progress of the Island Barn Reservoir, 560 
Rates, Litigation Respecting, 127, 136, 332, 414, 


82 
Rating of the Undertaking, 419 
Reinstatement of Damaged Pavements, 769, 895 
Supply to the South Suburban Gas Company, 
165, 191, 347, 825 
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Michigan Gas Association— | 
Dewey, Mr. V. F., on Heat Conductivity of Fire 
Brick, 187 
Little, Mr. A. S. B., on Retort Benches, 323 
Mid Oxfordshire Gaslight and Coke Company, 333 | 
Middlesbrough Gas Supply, 623 
Middleton Gas and Electricity Supply, 623 
Midland Association of Gas Managers— 
Baker, Mr. W. J. R.,on Some Aspects of Recent 
Competition, 251 | 
Editorial Comments, 230 | 
General Business, 242 
“9 Mr. G., on Income Tax and Assessment, 
24 
Midland Junior Gas Engineering Association— | 
Barber, Mr. C. C., on the Design and Construc- | 
tion of the New Retort House at the Adderley 
Street Gas Works of the Birmingham Corpora- | 
tion, 727, 747 
Comments, 95, 72 
General Business, 117, 746 } 
Informal Discussion, 119 | 





Presidential Address of Mr. A. O. Jones, 95, 117 | Oriental Gas Company, 485, 553, 741 
Programme for the Session, 120 | Orr. Mr. T., on Carbonization Fifty Years Ago, 


Transactions for 1908-9, 116 
Visits, 474 
Milan Gas Supply (see also Continental Union Gas 
Company), 132 
Militant Gas Consumers, and Others, 240 
Milne, Messrs. J., and Son, 465, 772 
Miners’ Federation of Great Britain, 98 
Mines, Electricity in, 166 
Mitcham and Wimbledon Gas Company, 127, 199, 


489 
‘* Model Engineer '’ Exhibition, 204 
Moffat Gas Company, 28 
— O., on the Specific Gravity of Coal, 
4 
Monazite Deposits in Brazil, 176 
—— Sand and Thorium Nitrate, The Position 
of, 629 
Mond, Dr. Ludwig, Death of, 730 
Money Saving Devices for Small Gas Works, 475 
Montrose Water Supply, 625 
Morecambe Gas Supply, 907 
Morley Gas Supply, 833 
Mossley Gas Supply, 50 
Mountain Ash Gas Supply, 525 
Mountain Ash Water Supply, 623 
Moyer, Mr. A., on Determining Concrete Propor- 
tions, 318 
Muirhead and Chryston Gas Supply, 344 
Municipal and National Trading, 491 
Municipal Council Elections, 403 
Municipal Electricity Undertakings, 521 
— Engineers’ and Surveyors’ Association, 
13 
Municipal Superannuation, 871, 904 
Municipal Trading— 
Avebury, Lord, on, 491, 814 
Cremlin, Mr. J. W. J., on, 556 
In Gas Supply, 814 
Parliamentary Return on, 883 
Sinking Funds, 17 
Murdock, The Correct Spelling of the Name of, 


884 
Naphthalene Picrate and the Quantitative Deter- 
mination of Naphthalene, 409, 676 
National Commercial Gas Association, 235 
National Free Labour Association, 302 
Natural Gas in— 
Western Canada, 729 
Wishaw, 833 
Neilson, Mr. R.M., on Thermal Values of Coal, 
_Gas, and Electricity, 630 
Neilston Gas Company, 593 
Neva Water, Ozone Purification of, 67 
New England Water Works Association, 819 
New Jersey, High Pressure Gas Supply in, 245 
New South Wales Coal Strike, 769, 830, 906 
New Toddington Gas Company, 233, 265 
New York Public Lighting, 896 
New York Society of Gas Lighting, 392 
Newbigging,Mr.J.G.,Address by, tothe Manchester 


Association of Students of the Institution of 


Civil Engineers, 451, 466 

Newbigging, Mr. Thomas— 

On Literary Bypaths and Vagaries, 524 

Presidential Address to the Society of British Gas 

_ Industries, 599 

Newcastle and Gateshead Gas Company, 19 
Newport (Mon.) Gas Supply, 137, 305, 381 
Norden’s, Messrs. Julius, ‘‘ Degea'’ Lamp, 106 
North British Association of Gas Managers, 524, 


_ 591, 598 
North of England Gas Managers’ Association— 
Editorial Comments, 14 
General Business, 29 
Presentation to Mr. Doig Gibb, 34 
Presidential Address of Mr. T. H. Duxbury, 29 
Visit to the South Shields Gas Works, 35 
North Ormesby Gas Supply, 742 
North Tawton Gas Supply, 873 
North Warwickshire Water Company, 270 
Northallerton Water Supply, 596 
Norwich Gas Supply, 67 
Nottingham Gas Supply, 559 
Nova Scotia, Gas Coal from, 164, 264 
Oechelhaeuser, Dr. W. von, on— 
Gas for Balloons, 180, 732 


Technical Development of the Gas Industry, 533 


Official Changes— 
Bagshaw, Mr. A. H., 593 
Bloor, Mr. H. E., 105 
Brown, Mr. J., 593 


Official Changes (continued)— 
Brown, Mr. R. H., 666 
Collett, Mr. H. H., 593 
Cotton, Mr. H. F., 108, 259 
Cox, Mr. N. S., 593 
Dougall, Mr. A., 608 
Drury, Mr. C. Dru, 593 
Fowler, Mr. H., 872 
Hawkins, Mr. J. C., 730 
Muir, Mr. G., 593 
Smith, Mr. W. J., 383 
Taylor, Mr. F. W., 167 
Officialism, The Growth of, 728 
Ogley Hay and Brownhills Gas Company, 624 
Oil, Gas, Valuation of, 325 
Oil Gas Apparatus, Mansfield’s, 320 
Oldham, Mr. C. W. S., on Public Water Supply for | 
Fire Extinguishing Purposes, 809 | 
Oldham Electricity Supply, 521 
Oldham Gas and Water Supply, 104, 596 
Olsen and Weiffenbach, Messrs., on Case Harden- 
ing by Gases, 615 


405, 681 
| Osnabruck Gas and Water Supply, 105 
| Oswaldtwistle Gas Supply, 193 
| Owens, Mr. H. T., on Illuminating Engineering in 
| Europe, 260 
Oxford Water Supply, 624 
| Oxygen in Coal, Effect of, 618 
Ozone Purification of Neva Water, 67 
| Paignton Water Supply, 193, 730 
Painswick Gas Company, 425 
Paisley Gas Supply, 558 
‘* Pall Mall Gazette ’’ on— 
Gas v. Electricity for Heating and Cooking, 343 
The Decay of Private Bill Legislation, 764 
Paris Gas Supply, 895 
age (see also ‘‘ Parliamentary Intelligence,’’ 
p. xi.)— 
Carbon Monoxide in Gas, 263 
Daylight Saving Bill, 273 
Gas, Electricity, and Water Bills for 1910, 622 
Gas and Water Acts for 1909, 20, 104, 173, 319, 
525, 596 
Gas and Water Provisional Orders for 1909, 55 
Gas Legislation for 1910 Session, 587 
Gas Undertakings Returns, 663, 725, 737 
Municipal Trading Return, 883 
Rural Water Supplies, 201 
Parliamentary Representation, Trade Union Funds 
and, 871 
‘* Patent Road to Fortune,’’ 248 
Pavements, Reinstatement of (see Roads) 
Pegge, Mr. J. T. on Municipal Superannuation, 
871, 904 
Penge, Revaluation of Properties in, 426 
Pennsylvania, Coke Production in, in 1908, 420 
Penrith Water Supply, 422 
Penzance Water Supply, 136 
Personal Paragraphs (see also Official Changes, 
Marriages, Masonic, Presentations, Resigna- 
tions, &c.)— 
Abady, Mr. J., 403 
Berridge, Mr. T., 403 
Bloxam, Mr. W. P., 802 
Brewer, Dr. H. M., 381 
Delves, Mr. W. H., 456 
Depree, Mr. F. T., 42 
Fooks, Mr. C. F. S., 668 
Frost, Mr. A. C., 492 
Glazebrook, Dr. R. T., 532 
Grimwood, Mr. C. G., 403 
Hawkins, Mr. F. J., 596 
| Hopkinson, Professor B., 246 
| Jones, Mr. E. S., 668 
Key, Mr. W., 306 
Leigh, The Hon. Sir E., 666 
Lukey, Mr. R. J., 456 
M‘Gregor, Mr. W. S., 730 
| Mitchell, Mr. A., 306 
| Neville, Mr. R. J. N., 524 
| Rasch, Sir F. C., 668 
Robinson, Mr. F. H., 730 
Shearer, Mr. W., 306 
Shoubridge, Mr. S. Y., 403 
Smith, Mr. W. J., 454 
Stephens, Mr. H., 246 
Stephenson, Sir W., 738 
Thompson, Mr. W., 668 
Young, Mr. A. C., 65, 200 
Perth Gas Supply, 691 
Peterhead Gas Supply, 65 








Pontefract Gas Supply, 903 

Pontypool Gas and Water Company, 21, 320, 347 
Pontypridd and Rhondda Joint Water Board, 623 
Pontypridd Water Company, 320, 623 
Porhydrometer, Limited, 347 

Port of London Dues, 98 

Portsea Island Gas Company, 456, 636, 832 
Fortsmouth Water Company, 271, 339, 456, 626 
633, 636, 686, 824, 895 

Portsoy Gas Supply, 200 

Presentations— 

Dann, Mr. and Mrs., 874 

Gibb, Mr. and Mrs., 19, 34 

Grant, Mr. J., 520 

Hutchinson, Mr. E. G., 50 

Palin, Mr. T., 903 

Parkinson, Mr. J., 667 

Smith, Mr. W. J., 383 

Taylor, Mr. F. W., 383 

Pressure-Clock Lamplighter, Limited, 491 
Prestatyn Gas Supply, 173, 759, 799, 826 
Primitiva Gas and Electric Lighting Company, 


goo 
Private Bill Legislation— 
Cost of, 202, 268 
Decay of, 764 
Producer Gas for Pumping Sewage, 636 
Producers and Internal Combustion Engines, 679 
Profit Sharing (see Co-Partnership) 
Provincial Water Companies’ Association, 741 
Provisional Orders, Gas and Water, for 1909, 55 
Pump, Humphrey’s Internal Combustion, 177, 233, 
254, 385, 536, 661, 671 
Pumpherston Oil Company’s Works, 326 
Pumping Engine, A Large, 175 
Pupils, Gas Engineers and, 688 
Purchase Questions— 
Bishop’s Stortford Gas, 762 
Carnoustie Gas, 766 
Elsecar Gas, 348 
Heckmondwike Gas, 55 
Hoyland Gas, 689 
Kirkcaldy Gas, 420, 625, 634, 766, 830, 833 
Markinch Gas, 200 
Norwich Gas, 67 
Prestatyn Gas, 759, 799, 826 
Stonehaven Gas, 833 
Whitchurch Gas, 271 
Purification, The Burkheiser Process of, 311 
Pye, Mr. T. E., on Militant Gas Consumers, and 
Others, 240 
Railway Rates, Gas Works Sidings and, 301, 330 
Randall, Mr. W. B., on High Temperature Car- 
bonization, 401 
‘* Rapid ’’ Light Controller, 492 
Rating Statistics, Mr. J. Carter’s, 663, 690 
Rawcliffe Gas and Coke Company, 424, 454, 482, 


552 
Reading Corporation and the Joint Standard 
Burner Bill, 688 
Reading Gas Company, 697 
Redditch Electricity Supply, 521 
Redhill Gas Company, 424 
Redruth Public Lighting, 908 
Reductions 1n the Price of Gas, 199, 488, 764, 833, 
836, 837, 895 _ . 
Refractory Materials Committee, 799, 814 
Reigate Electricity Supply, 872 
Reservoir, A Ferro Concrete, at Cowes, 736 
Resignations— 
Booth, Mr. E. W., 730 
Burgess, Alderman W. J., 105 
Hurst, Mr. G. W., 593 
Jones, Mr. R. H., 525 
Lucas, Mr. A., 525 
Parkinson, Mr. J., 306, 636 
Pearson, Mr. W. H., 384 
Pennington, Mr. J. W. C., 802 
Poole, Mr. G. P., 730 
Retford Gas and Water Supply, 426 
Retort Benches, Observations on, 323. 
Retort Making, A Suggested Experiment in, 682 
Retorts (see also Carbonization)— 
Clay, The First in England, 681 
German versus British, 190, 232, 263, 264, 379, 
387, 413, 453, 464, 547 
Heavy Charges for, 97, 103, 738 
Horizontal, Gas Making with Westmoreland 
Coal in, 392, 546 
Inclined Chamber Settings, 109 , 
Vertical— 
Dempster and Sons, Messrs. R., Charging 
Arrangements for, 27, 179 
Dessau System— 





Petrol Gas (see Air Gas) 
Photometer, Chapman’s Radiometric, 888 
Photometry, Flicker, and the Eye, 319, 464, 615 
Physical Society, 464, 615, 667, 742, 806 
Pinner Gas Company, 346 
Pipes— 
Altering the Level of Large, at Blackfriars Bridge 
Approach, 665 
| Cause of Leakage in, 662 
Damage to, by— 
Electrolysis, 305 
Motors, 202 
Road Roller, 423 
Tramways, 481, 518 
Depth of Laying Water, 819 
Grading of Gas, 890 
Illegally Tapping Gas, 489 
Joints of Gas and Water, 8&8 
Plymouth and Stonehouse Gas Company, 418, 628 
Pocket Books, Calendars, &c., for 1910, 906 
Poisoning by Gas (see Suffocation) 





At Berlin, 387 
Editorial Comments, 16 
} For Small Works, 50 
| Progress of, 235 

Sunderland Installation, 531 
| Editorial Comments, 13 

Glover-West System, 42, 263, 301, 314, 316 
Illuminating Power of the Gas from, 263 
| Manchester (N.H.) Installation, 409 
} Russell's, Mr. D. R., System, 41 
Water Gas Generation in, 54 
| Woodall-Duckham System, 13, 22 
| Retrospect for the Year 1909, 861, 877 
| Reutlingen Gas and Water Works, 305 
| Rhondda Gas Supply, 623 
| Rhyl Electricity Supply, 423 
| Richmond Gas Flasher, 416, 534 
| Ripley Water Works, Gas, Light, and Coke Com- 
pany, 624 

Risca Gas and Water Supply, 173, 595 
River Plate Gas Company, 139, 899 
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Roads, &c.— 
Reinstatement of, 333. 769, 836, 895 
Responsibility for Defective, 56 
Tar for (see Tar) 
Roall Water Supply, 126 
Robertsbridge, Salehurst, and Hurst Green Water 
and Gas Company, 414 
Robinson, Mr. F. H., on the Design and Construc- 
tion of the Large Gasholder Tank at Man- 
chester, 609 
Rochdale Gas Supply, 127, 137 (2), 490, 621, 629, 
694 
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Society of British Gas Industries— 
Brackenbury, Mr. C. E.,on Legal Aspects of the 
Smoke Nuisance, 6or 
Editorial Comments, 588 (2) 
General Business, 599, 600 
Newbigging’s, Mr. T., Presidential Address, 599 
Society of Chemical Industry, 247, 378, 4097, 409, 
489, 676, 816 
Society of Engineers, 102 
‘* Soleil d'Or’’ Gas Burner, The, 670 
Sospisio, Sig., on the Proposed New Gas Works 
for Trieste, 736 





+771 | 
Rochester a Y.), High Pressure Gas Distribution | South African Lighting Association, 696 
+47 | South Australian Gas Company, 59 
wire le Ely’s, Messrs., Process for the Dry | South Hants Water Company, 623 


Quenching of Coke, 385 
Rosie and M‘Kelvie’s Autcmatic Lighting Device, 


740 

Rotherham Gas Supply, 771 

Rotherham Market Hall, High Pressure Lighting 
for, 339 

Rowley Regis and Blackheath Gas Company, 624 

Royal Institution, 742 

Royal Sanitary Institute Congress, 742 

Royal Scottish Society of Arts, 306, 884, 885 

Royal Society, 532 

Royal Society of Arts, 471, 601, 

Rule’s, Mr. H., Presidential reid to the Scottish 
Junior Gas Association (Eastern District), 120} 

Rural Water Supplies, Parliament and, 2o1 

Ruscoe and Co., Messrs. John, 64 

Russell's, Mr. D. R., System of Vertical Retorts, 41 

Ruston, Mr. A. G., and Cohen, Professor J. B., 
on Air Pollution by Smoke, 613 

Rutter and Jorissen, Messrs., on Naphthalene 

Picrate, and the Quantitative Determination 

of Naphthalene, 409, 676 

Austell Public Lighting, 694 

Helens Gas Supply, 42, 263, 301, 314, 316 

Mary Church Gas Supply, 273 

St. Paul’s Cathedral Lamps, 348 

St. Petersburg Water Supply, 67 

Salford Corporation Finances, 489 

Salford Gas Supply, 139, 489, 623, 837 

Sand Blast Process for Cleaning Gas Cookers, 616, 


St. 
St. 
St. 


667 
Sandbank Public Lighting, 421 
Sandown Gas Company, 127 
Schiff, Herr E., on Municipal Trading in Gas 
Supply, 814 
Scholz, Herr “m ., on Advances in Inverted Gas 
Lighting, 25 
School, Charge for Water for a, 425 
Scotland, Prolonged Fogs in, 765 
Scott, Mr. E. K., on Gas Turbines, 303 
Scott-Snell, Mr. C., Bankruptcy of, 482 
Scottish Gas Undertakings, Statistics of, 598 
Scottish Junior Gas Association— 
Eastern District— 
Address by Mr. W. R. Herring, 121, 164 
Chalmers, Mr. R. B., on Money Saving De- 
vices for Small Gas Works, 475 
Comments, 96, 134, 164, 486 
General Business, 120 
Presidential Address of Mr. H. Rule, 120 
Visits, 326, 474, 753 
Western District— 
Annual Dinner, 820, 833 
Comments, 268, 381, 420, 691 
M‘Laren, Mr. F. L., on Producers and Internal 
Combustion Engines, 679 


Orr, Mr. T.,on Carbonization Fifty Years Ago, | 


405, 681 

Presidential Address of Mr. D. Currie, 255, 306 
Programme for the Session, 259 
Visits, 541, 557 

Scunthorpe Gas Supply, 770 

Seaford Gas Company, 488 

Seaham Harbour Gas Company, 268 

Sewers, Connections of Washouts to, 330 

Shanklin Gas Supply, 167, 383 

Shareholders, Gas, Voting Rights of, as Coun- 
cillors, 480 

Shares and Stocks, Sales of, 67, 136, 202, 271, 339, 
346, 424, 489, 561, 636, 771, 830 

Sheffield Gas Company, 624 

Sheffield Water Supply, 133, 487 

Shepshed Gas Supply, 593 

Shirebrook Gas Company, 623 

Shrewsbury Water Supply, 347 

Simplex Coke Oven and Engineering Company, 


138 

‘*Simplex’’ Light Controller, 562 
Sinking Funds, Municipal, 17 
Sir John Cass Technical Institute, 187 
Skegness Gas Company, 67 
Sleaford Electricity Supply, 490 
Sliding Scale, An American View of, 518, 540 
Slough, Artesian Boring at, 20 
Slough Gas Supply, 202, 837 
Slough Water Company, 623 
Smith, Messrs. J. & W. B., 139, 394 
Smith, Mr. E. W., on Open Gas Fires, 813 
Smoke— 

Air Pollution by, 613 

Damage done by, 489 

Nuisance, Some Legal Aspects of the, 588, 601 

Problem in Glasgow, 421, 630, 633 
Smoke Abatement— 

Electricity and, 801 

London County Council and, 630 
Smokeless Fuel (see Coalite and Coalexld 
Socialism in Practice, 233 
Société des Ingénieurs Civils de France, 888 
Société Technique du Gaz, 746 


South Kent Water Company, 624 
South Lincolnshire Water Company, 17, 320, 623 
South Metropolitan Gas Company— 
Action against, for Malicious Prosecution, 265 
Carpenter’s, Mr. Charles, Address to Co-Part- 
ners, 895 
Death of Mr. E. H. Cardwell, 667 
Fatality at the East Greenw ich Works, 2 
German Retorts for, 190, 232, 263, 264, =a 413 
(see also 387, 453, 464, 547) 
Gibb’s, Mr. W. Doig, Greeting to Co-Partners, 


410 
Visit of the London Junior Association to the 
Vauxhall Works, 473 
South Shields Gas Company, 35, 562 
South Staffordshire Water Company, 320 
South Suburban Gas Company— 
Accident at the Works, 548 
Summons under the Building Act, 193 
Water Supply Assessment, 165, 191, 825 
South West Suburban Water Company, 668 
Southampton Gas Company, 381, 418 
Southend Gas Company, 424, 561 
Sovthend Water Company, 202, 623, 771 
Southern District Association of Gas Engineers 
and Managers— 
Clark, Mr. H. N., on Gas Lighting, 395 
Comments, 377 
General Business, 391 
Livesey, Mr. D. T., on Capital, 398 
Randall, Mr. W. B., on High Temperature Car- 
bonization, 401 
Southwark Public Lighting, 628 
Sowerby Bridge Gas Supply, 198 
Spalding Water Supply, 68 
Staffordshire Potteries Water Company, 624 
Standardization, Mr. H. Adams on, 174 
Stanfield, Professor R., on the Cost of Working a 
Gas Pow er Plant, 884 
Stealing— 
Brass Fittings, 907 
Gas, 127, 489 
Stockport Gas Supply, 50 
Stockport Water Supply, 137 
Stonehaven Gas Supply, 833 
Stonehouse Gas Company, 593 
Stopcock and Governor, A Combined, 472 
Stourbridge and District Water Supply, 272, 596 
Stoves, Gas (see also Fires)— 
An Aluminium, 472 
Sand Blast for a ag sg 616, 667 
Strabane Gas Supply, 2 
Strasburg, History of the Lighting of, 524 
Stretford Gas Supply, 560 
| Strikes-— 
Italian Gas Workers, 164, 175, 306, 381, 388, 452, 
457, 523, 587, 593, 666, 685 
New South Wales Colliers, ae 830, 906 
Sudbury Gas Company, 624 
Suffocation by Gas (see also Suicides), 54, 197, 347, 
423, 491, 621, 625, 628, 636, 662, 689, 759, 769, 





905 
Suicides by Gas, 137, 203, 273, 347, 348, 424, 837 
Sulphate of Ammonia Committee, 802 
Sulphate of Ammonia Production, The Burkheiser 
Process of, 311 
Sunbury Gas Company, 69 
Sunderland Gas Company, 412, 520, 531, 593 
Sutherland Meter Company’s Combined Stopcock 
and Governor, 472 
Sutton District Water Company, 624 
Swansea Gas Company, 624, 764 
Swansea Public Lighting, 138, 835 
Swinton and Mexborough Gas Board, 173 
Swiss Gas and Water Engineers’ Association, 184 
Sydney (N.S.W.) Gas Supply, 769, 830, 906 
Tank, Reinforced Concrete, at Cananea, 113 
Tankersley Water Supply, 190 
Tap, Evered’s Patent ‘‘ Safety Stop,’’ 815 
Tar— 
Estimation of Water in, 21, 324 
Lunge’s Treatise on, 807, 874 
Treatment of Roads with— 
Dangers of, 414, 419, 685 
Fulweiler, Mr. W. H., on, 729 
Ilfracombe Corporation and, 562 
Kent County Council Sued for Damage Caused 
by, 414, 685 
Totnes Town Council and, 201 
Tar Paving, Limited, 347 
Taunton Electricity Supply, 521, 833 
Taylor, Mr. S. A., on Buying Coal on Its Calorific 
Value, 729 
Tayport Gas Supply, 134 
Technical Classes, Gas Companies and, 54, 454 
Technical Education— 
Humphrys, Mr. N. H., on, 884 
Thompson, Professor Silvanus, on, 105 
Technical Training, Mr. Corbet Woodall on, 229, 
242 











Teignmouth Public Lighting, 137 
Temperley Transporter at the Liverpool Gas 
Works, 40 
Tenby Gas Company, 108 
Tendring Hundred Water Cofhpany, 561 
Territorials, Engineers and Surveyors as, 138 
Test Burner, Proposed Joint Bills for Authorizing 
the New— 
Correspondence, 126, 32) 
Editorial Comments, 95, 231, 300, 380, 453, 519, 
797 
Reading Town Council and, 688 
Resolution of the Gas Companies’ Protection 
Association Committee on the Bills, 126 
Terms of the Bills, 335, 548, 823 
Thermal Values of Coal, Gas, and Electricity, 630 
Thirsk Gas Supply, 62 
Thomas, Mr. G. A., on the Status of the Engineer- 
ing Profession, 102 
Thompson, Professor Silvanus— 
On Technical Education, 105 
Presidential Address to the Illuminating 
neering Society, 519, 534 
Thorium Nitrate and Monazite Sand, The Position 
of, 629 
Thorne Water Company, 624 
Ticehurst and District Water and Gas Company, 
_ ,233, 265, 302, 336, 554, 831 
Tickhill Gaslight, Coal, and Coke Company, 138 
Tilley High Pressure Gas Syndicate, 560 
Tipperary Gas Company, 624 
Tiverton Public Lighting, 491 
Tonbridge Public Lighting, 196, 695 
Tonbridge Water Company, 67 
Toronto Gas Consumers’ Company, 380, 384, 416 
Torpoint Water Supply, 490, 695 
Torquay, The Growth of Officialism in, 728 
Torquay Corporation Gas Supply, 273 
Tottenham and Edmonton Gas Company— 
Sand Blast Stove Cleaning Plant, 616 
Tampering with a Prepayment Meter, 57 
Visit of the London Junior Association to the 
Works, 667 
Trade Union Funds and Parliamentary Represen- 
tation, 871 
Trieste Gas Supply, 736 
Trieste Society of Engineers, 736 
Truro Water Supply, 67, 139, 907 
Turbines, Gas, 303 
Turin Gas Supply, 238, 669 
Turriff Gas Company, 833 
Twineham Water Supply, 346, 690, 825 
Udine Gas Supply, 818 
Union des Gaz (see Continental Union Gas Com- 
_ pany) 
Universal Cookery and Food Association, 384 
Universal Gas Methane and Buisson Hella Com- 
pany, 346, 835 
Uxbridge Electricity Supply, 56 
‘* Venus ’’ Gas Lamps, 465 
Vertical Gas Retort Syndicate, 16, 50 
Vienna, Gas and Fuel Testing Laboratory at, 476, 


Engi- 


672 
Vienna Municipal Gas Supply, 555, 755 
Wages and Hours of Labour in 1908, 174, 305 
Wakefield Gas Company, 346 
Wakefield Water Supply, 596 
Wales and Monmouthshire District Institution of 
Engineers and Managers— 
Brookman, Mr. A. H., on the Tenby Gas Com- 
pany and their Works, 108 
Canning, Mr. J. H., on Some Points of Gas 
Works Economy, 47 
Editorial Comments, 15 
General Business, 43 
Presidential Address of Mr. A. H. Brookman, 44 
Walker, Messrs. C. & W., 903 
Walsall Electricity Supply, 694 
Warrington Water Supply, 624 
Warsop Gas Supply, 624, 835 
Washer, Blakeley’s Improved, 246 
Washer Scrubber, Chandler’s ‘‘ Spray,”’ 
Washington Bureau of Standards and Light Units, 
536 
Water— 
Alleged Wrongful Appropriation of, 626, 686, 


824 
Artesian Well Borings, 113, 176 
Charge for a School Supply, 425 
Consumers Fined for Wasting, 832 
Divining for, 487 
For Fire Extinguishing, 809 
High Pressure Supply for a Fire Hydrant, 332 
Ozone Purification of, 67 
Rate— 
For Business Premises, 825, 895 
Liability for, 127, 332, 414 
Metropolitan Water Board Consumers Sum- 
moned for, 136 
Supplies, The Distribution of, 425 
Supply, Right of a Private Owner to a, 562 
Underground Supplies of, in America, 894 
Water Gas Plant, Control of, and Valuation of Gas 
Oil, 325 
Water Works, Construction of Unauthorized, 264, 
454, 480, 628 — 
Water Works, Lighting, and Power Investment 
Corporation, 628 
Watford Gas Company, 133 
Watford Water Supply, 59 
Watson's, Mr. S. J., peridential Address to the 
Manchester Institution of Electrical Engi- 
neers, 382 
Weiffenbach and Olsen, Messrs., on Case Harden- 
ing by Gases, 615 
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Weiss, Herr I. M., on the Estimation of Carbon | Whitchurch Gas Supply, 271, 552 Woodall’s, Mr. Corbet, Address to the London 
Bisulphide in Benzol, 259 — eer D., on the Effect of Oxygen in Coal, Junior Association, 229, 242 
Wellington (N.Z.) Gas Company, 608 } | Woolton Gas Company, 686 
Wellington Water Supply, 695 Whitiend Water and Gas Company, 624 Woolwich Electricity Supply, 591, 633 
Wells and Fakenham Water Company, 624 Wicklow Gas Company, 624 Worcester (Mass.) Gas Company, 392 
Wells Gas Company, 21 Widnes E lectricity Supply, 590 | Workhouses, The Lighting of, 837 
Welsbach Company— bene * and Co.’s, Messrs., New Gas Fittings, | Works, The Construction of Unauthorized, 264 
Dividend, 822 | 454, 480, 628 
Metallic Filament Lamp, 99, 265, 332, 413, 552, willie Stewart, and Co.’s, Messrs., Light Con- | | Worksop Water Supply, 320, 624 
troller, 306 | Worthing Gas Company, 636 
Welsbach Light Company of Australasia, Limited | Wills, 19, 108, 246, 318, 677, 890 | | Wright, Messrs. J., and Co., 168, 239, 274 
and Reduced, 825 Wilsden Gas Supply, 897 | Wright, Mr. W., on Cleaning Gas Cookers by a 
Welsbach Mantles, Conviction for Selling | Wilson, Mr. Alex., on the Development of the Gas | New Process, 616 
Spurious, 329 Industry, 60 | Yarmouth Public Lighting, 99, 303 
Welsh Miners and the Eight Hours Act, 590 Wilson’s Double Coin Slot Meter, 815 Year 1909, A Retrospect of the, 861, 877 
West Gloucestershire Water Company, 320 Winsford Gas Supply, 768 | York Gas Company, 105, 183 
West Ham Electricity Supply, 166 Wishaw, Natural Gas in, 833 | Yorkshire Junior Gas Association— 
West Ham Gas Company, 870, 896 Wishaw Water Supply, 625 | Comments, 164, 166 
West Kent Gas Company, 424 Witz, M., on the Regeneration of the Exhaust| General Business, 180 
West Suburban Gas Company, 759 Gases from Internal Combustion Motors,| Informal Meeting, 754 
Western Valleys (Monmouthshire) Gas and Water 753 | Lecture by Mr. W. R. Herring, 180 
Supply, 67, 596 Woking Water and Gas Company. 456, 491 | | Yorktowa and shegpeygons Gas and Electric Light 
Westminster City Council and the Repair of | W eg i gape Gas Supply, 552 ing Company, 21, 271 
Damaged Pavements, 333, 769, 895 Wood, Mr. S., on the Growth of the English Lan- | Young, The Late Mr. W., Proposed Memorial to 
Westminster Technical Institute, 454 guage, 753 524 
Westward Ho Public Lighting, 545 Wood, New Method of Preserving, 732 Zoological Gardens, Gas in the Rare Birds’ House 
Wheeling West (Virginia) Water Supply, 175 Woodall-Duckham Vertical Retort System, 13,22 | at the, 685 


[For Register of Patents, Correspondence, and Parliamentary and Legal Intelligence, see following Pages.) 





[JOURNAL OF GAS LIGHTING, 


&c., JAN. 11, 1910. 





Register of Patents, Correspondence, and Parliamentary 


and Legal Intelligence. 


REGISTER OF PATENTS. 


[The names printed in italics ave those of persons 
by whom patents have been communicated. ]} 


Aird, K. (R. & A. Main, Limited)—Gas Cooking 
Stoves, 891 

Anderson, D.—Controlling Devices for Lighting 
Systems, 755 

Bagrachow, G.—Incandescence Mantles, 757 

— .—Supporting Inverted Incandescent Man- 

es, 478 

Beard, G. F. H., and Dempster, R. & J., Limited 
—Gasholder Tank Attachments, 821 

Bedford, A. J.—Automatically Lighting and Extin- 
guishing Gas Lamps, 125, 262 

Bland, C. W., and Glover, T.— 

Regulators for Atmospheric Burners, 822 
Stuffing Boxes for Gas Valves, 54 

Blau, H.—Liquefaction of Illuminating Gas by 
Pressure, 757 

Boucher, A. L.—Incandescent Gas Fires, 263 

Bower, G., and Leary, W.—Water Pressure Reduc- 
ing Apparatus, 683 

Bradnock, J.—Fuel for Gas Fires and Stoves, 683 

Bréndum, M. W.—Automatic Igniter and Light 
Extinguishers, 544 

Burkheiser, K.—Purifying Gases Generated by 
Dry Distillation, and Obtaining Bye-Products 
therefrom, 311, 326, 477 

Carpenter, C. C.—Inverted Incandescent Gas 
Burners, 126 

Chandler, S.—Purifieation of Gas, 594, 619 

Chemische Fabrik Griesheim Elektron—Removing 
Carbon Monoxide from Gases and Replacing 
it by Hydrogen, 261 

Chick, P.—Jointing Pipes, Mains, and Branches, 


683 
Clark, G. M.—Producing Hydrogen, 891 
Compagnie pour la Fabrication des Compteurs et 
Matériel d’Usines 4 Gaz—Gas Meters, 53 
Coulson, S. G.—Treatment of Tar, 757 
Cripps, F. S.—Air Vents for Water Reservoirs, 821 
Davis, G. K.—Gas Washers, 891 
Dellwik-Fleischer-Wasser-Gas G.m. b. H.—Produc- 
ing Hydrogen, 891 
Dempster and Sons, Limited, and Broadhead, 
J. W.—Feeding Measured Quantities of Coal, 


756 

Dempster and Sons, Limited, and Brooke, 
Vertical Gas Retorts, 411 

Dempster and Sons, Limited, and Toogood, 
H 


R. M.— 


Charging Vertical Retorts, 27, 125, 179, 326 
Vertical Retorts, 478 
D'Ivernois, G. H.—Turning Down and Extin- 
guishing Gas Jets on Vehicles, y ts 
Downs, J. H., and Wright, H. F.—Ladders for 
Gasholders, 412, 479 
Ehrich and Graetz— 
Burner Tubes for Incandescent Lamps, 412 
Inverted Incandescent Gas Lamps, 189 
Elton, E. H., and Stephens, R.—Gas Lighting and 
om Extinguishing Apparatus, 124 
y, B 


412 
— W.—Regulating the Pressure of Gas, | 


Selcien. R. V.—Gas Scrubbers or Purifiers, 188 


Feld, W. —Subjecting Gases or Vapours to Action | | 


of Liquids, 542 
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